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A student driving a blue Lexus RX330 moved into onéoming traffic on Atherton Street, where he collided with a silver Toyota High- 
lander, driven by a woman who had just dropped her son off at campus. 


Car flips after collision near Walter Pyramid 


A student’s car flipped on its side when it 
collided with an SUV. No one was injured. 


By CaITLin O’CONNOR 
Managing Editor 


A two-car collision this morning 
resulted in damage to both cars, but no 


injuries to either driver — one, a Cal 
State Long Beach student, who was 
cited for failure to yield. 

The collision occurred at around 
9:20.a.m. at the intersection of Ather- 
ton Street and Carfax Avenue. - 

According to the Long Beach Po- 
lice Department, a blue Lexus RX330, 


driven by a CSULB junior pre-nurs- 

ing major, flipped on its side when it 

collided with a silver Toyota High- 

lander, driven by an adult woman 

who was leaving campus after drop- 
ping her son off. The Highlander’s air- 
bags were deployed. 

The LBPD said the student was 
driving southbound on Carfax Avenue 
when ‘he moved into oncoming traf- 
fic on Atherton Street. He was struck 
by the Highlander, which was headed 


eastbound. 

The accident created traffic delays 
near the Walter Pyramid. 

The student said he was on his way 
to theater class when the collision hap- 


_pened, but he said he would still try. to 


make it to class. 

“My parents are going to be pissed,” 
the student said after the accident. 

Both cars. were towed. 

Stefan Agregado, staff writer, con- 
tributed to this report. 


CSUEB 
parking 
deemed | 
busiest 
since 2008 


Increase in 
enrollment, permit 
sales makes it more 
difficult to find 
parking. 


By BritTANY STERLING 
Assistant City Editor 


Parking is still proving to be a chal- 
lenge for students as they enter the 
fourth week of the semester and find 
Cal State Long Beach parking lots un- 
usually crowded for this time of year. 

“This is the busiest parking has been 
since 2008,” said Mark Rudometkin, 
general manager of parking and trans- 
portation services. 

CSULB has had a relatively large 
increase in permit sales for fall 2011 in 
comparison to fall 2010.. 

“We have over 20,500 permits sold 
for the school year so far,’ Rudomet- 
kin said. “I’m guessing that 700 to 
800 more permits have sold since fall 
2010.” : 

This number may not be far from 
the truth as enrollment totals have 
also increased in the last year. Cur- 
rently, CSULB has 34,848 students en- 


PARKING | Page 2 


‘Man condemns CSULB students as 
‘screwed,’ says ‘go to hell or repent’ 


A 70-year-old born- 
again Christian 
garnered attention 
while preaching 
yesterday afternoon. 


By GIseLA MERINO 
Staff Writer 


Students gathered at the field near 

. the University Bookstore yesterday 

afternoon to debate moral matters 

with 70-year-old Paul Mitchell, a 

born-again Christian preaching mes- 
sages of intolerance. 

Hoisting a large sign that read, “Go 
to hell of repent,” Mitchell said he 
directly opposes hypocrites, murder- 
ers, “baby-killers,” “boozers,” “girlie- 
men” and more. ; 

According to Mitchell, he is doing 
the students of Cal State Long Beach 
a favor by promoting the Bible’s New 
Testament. 


“Satan is the author of confusion,” 
he shouted to the crowd. “If the Bible 
is right, you’re all screwed.” 


He went on to claim that the Old 


Testament is irrelevant. 

Mitchell said he considers faith in 
God and acting on His “clear instruc- 
tions” as common sense. He dismisses 
all other religions. 

“If you’re not in the mind of God, 
you're toast,” he said. 

“T like toast,” replied a student con- 
cealed in the crowds. 

The walkways were clogged with 
students engaging in heated argu- 
ments with Mitchell, and mocking 
him. Some directly approached him, 
covered his sign with college-rule pa- 
per and kicked the grass at his side. 

One student attempted to take his 
photo with Mitchell, but was denied. 

“You want a photo — it’s $5,” 
Mitchell said. 

“If this is how he is nice, imagine 
what he’s like mean,” animation major 
Adam Nichols said. “Can you imag- 
ine him just beating us over with his 
sign?” 

Biology major Brad Yared was 


ashamed of Mitchell’s heated preach- 
ing. Yared passed out- Baptist pam- 
phlets, entitled “I’m a Pretty Good 
Person,” from the Fellowship Tract 
League. 

“His beliefs are not the beliefs of 


Christians,” Yared said, apologizing 


to students on behalf of Mitchell’s 
preaches. 
Rick Astley’s “Never Gonna Give 


- You Up,” could be heard faintly from 


a mobile phone. Attempting to distract 
Mitchell and drown out his preaches, 


. some students sang along with the 


song. : : 

For 42 years, Mitchell has protested 
“iniquity.” According to Mitchell, in- 
iquity is defined as wickedness and 
gross injustice; and it has corrupted 
American culture. 


“Woman act more like men than 


men,” he said. 

Mitchell described effeminate men 
as “pigeon-toes” with weak wrists. 

He said not many people in the past 
have heeded warnings of God’s wrath. 
Mitchell then said he’s not surprised 
because the Bible warned him-of non- 
believers. : 
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Students surrounded picketer Paul Mitchell, mocking him and 


engaging in heated arguments. 
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Netflix split affects student users 


The mail-in DVD 
service is now called 
Qwikster. 


By Matt Grit 
Staff Writer 


College students who rely on Netf- 
lix to catch up on their movies and TV 
may need to rethink the way they use 
the service. 2 

Netflix shocked their users on Mon- 
day by announcing they will be split- 
ting their company in two. 

The online streaming service will 
still be called Netflix, but the mail-in 
DVD service will now be called Qwik- 
ster. Both companies will operate sepa- 
rately with two different websites. 

This news comes only a few months 
after the announcement on July 12 that 


the company was separating the pric- 
ing on their streaming and mail-in ser- 
vices. Since July, the Netflix stock has 
dropped at least 55 percent, and they 
are expected to lose even more sub- 
scribers in the coming months. 

Students seemed to respond nega- 
tively to the change. Sophomore Kelsey 
Bowman was not happy about the news. 

“Not everything is available online, 
so I find it annoying that I now have to 
manage two different websites to get 
the same service that I used to. have,” 
she said. 

The price increase is a major factor 
for many Netflix customers who now 
consider opting out of one of the ser- 


“vices. ; 


“My parents used to rely on the-mail- 
in service, but they’re dropping it com- 
pletely because of the price increase,” 
mechanical engineering major Austin 
Hasemeyer said. : 

Photography major Brittany Lawson 
said she only subscribes to the stream- 
ing portion of Netflix. 

“The instant streaming selection .re- 


ally isn’t that bad if you hunt for some- 
thing interesting to watch, but they 
should have just left it the way it was,” 
she said. Sane 

The cable channel Starz Entertain- 
ment broke off its partnership with Net- 
flix earlier this month, removing hun- 
dreds of movies and TV shows from the 
streaming system. Two months before, 
Starz removed all of the Sony movies 
from its Netflix selection 

“Tf it ain’t broke, don’t fix it?’ Law- 
son said. “I heard Starz is upset with the 


"way Netflix is running things so they 


are going to remove all of their content 
from the streaming, which will take off 
a huge portion of their selection.” 

If Netflix hopes to focus mainly on 
their online streaming service, they 
may have to compete with up-and-com- 
ing streaming services such as Hulu 
Plus and a new Blockbuster streaming 


service that is to be unveiled this Fri- 


day. Blockbuster was recently on the 
verge of bankruptcy due to competition 
from Netflix, until they were bought 
and revived by Dish Network. 


Wrong moves 
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After recent missteps, Netflix sustained its 


first decline in subscribers and its stock 


price took a hit. 
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Student harassed in rec center pool 


By Kirsti CORREA 
Staff Writer 


. ‘While-swimming in the Student Rec- 

reationvand’ Wellness’ Center pool ‘last 
Tuesday at 6 p.m., a woman was inap- 
propriately touched on her leg by anoth- 
er man, according to University Police 
Lt. Scott Brown. She did not know who 
the man was and talked to the recre- 
ation center staff, who then instructed 
her to contact the police. 


Noise complaints disturb the peace 

Brown said neighbors of the Delta 
Zeta sorority house contacted the po- 
lice due to loud noise coming from the 
house at 10 a.m. last Sunday. The police 
arrived at the scene and instructed the 
house to lower the noise level. 

The police were contacted after a 


couple was spotted fighting in Parking 
Lot 8 on campus at 8:30 a.m. last Mon- 
day, according to Brown. The two were 
in a verbal argument when the police 
advised them to stop. 


Vehicles parked on campus receive 
damage, parts missing 
~The convertible top of a gold Ford 


Mustang was slashed when parked in 


the Foundation Lot, Brown said. The 
car owner returned to their vehicle at 
9 a.m. last Tuesday, found the damage 
and immediately contacted the police. 
According to Brown, a student con- 
tacted University Police after discover- 
ing her wallet was missing from her car 


in Parking Structure 2-last Wednesday. 


evening. She reported locking the doors 
of her 1996 Honda Civic and leaving 
her wallet out of sight. 

Hubcaps were taken off of a vehicle 
parked in Parking Structure 1 near 
the elevator, according to Brown, The 
person returned to their car in the af- 


ternoon last Wednesday to find the hub- 


~ caps missing. 


A.student’s gray Scion was missing 


- its side mirrors and center caps from the 


rims after parking in Parking Structure 


1 last Monday. Brown said the student , 


returned to their car in the afternoon to 
find their car tampered with. 


Thefts continue on campus for stu- 
dents, professors 

A student’s black and red Giant 
road bike was stolen from a bike rack 
located at Parkside Commons, accord- 


' ing to Brown. The bike was locked with 


a cable lock and found missing last 
Wednesday night. It is valued at $400. 
According to. Brown, there have also 
been several items reported missing on 
campus, including a stolen cell phone 
from the Student Recreation and Well- 
ness Center last Tuesday at 2:30 p.m. 
and a professor’s university-issued HP 
laptop stolen from the Faculty Office 2 
building last Tuesday around 4 p.m. 


PARKING 


Continued from Page 1 


rolled for the fall 2011 academic year, 


according to the CSULB Institutional. 


Research and Assessment enrollment 
tracking report for fall 2011. 

This represents an increase of 1,453 
students enrolled since fall 2010. 

Although traffic usually thins after 
the first three weeks of the semester, 
it has remained unusually heavy, ac- 
cording to Rudometkin. 

“It was surprising because we did 
not anticipate it being this busy,” Ru- 
dometkin said. 

Parking has been so difficult at 
times that parking and transporta- 
tion services have been forced to 
use overflow parking by letting stu- 
dents park in open employee spots 
located in Lots 12 and 18, Rudomet- 
kin said. 

“Even with 3,800 unique riders us- 
ing the U-Pass instead of driving to 
campus, parking is just as packed,” 
Rudometkin said. 

The closure of the Seventh Street 
Bridge off the northbound 405 Free- 
way is also believed to be adding to 


the heavy traffic flow on campus and 
in nearby streets, such as Atherton 
Street and Palo Verde Avenue, Rudo- 
metkin said. 

“The closure has minimized traf- 
fic on West Campus Drive, but has 
caused students to take alternative. 
routes to parking,” he added. 

While parking every day on cam- 
pus can be difficult, Tuesdays and 
Thursdays are* the busiest, according 
to Rudometkin. 

For students who arrive in the mid- 
afternoon, parking and transportation 
services advises trying Parking Struc- 
ture 1, as well as Parking Lots 13, 14 
and 16. 

These are where students with 
morning classes park the most, so 
parking spots tend to become avail- 
able in the afternoon there, Rudomet- 
kin said. 

Rudometkin also recommends stu- 
dents remain patient while looking for 
a parking spot. : 

“It is the responsibility of the driver 
to know the flow of traffic and to fol- 
low it,’ Rudometkin said. “Driving 
the wrong direction to get to a parking 
spot first is not worth getting into an 
accident.” 


EYE CARE 
for STUDENTS 


EAP OPTOMETRY 


6541 E. SPRING ST. 
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562.496.3365 
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Annual student services festival offers free lunch, information 


The first 200 
students will be fed 
a sandwich, cookie, 
chips and a drink. 


By Krista Brooks 
Contributing Writer 


The first 200 students at the Central 
Quad today from 11:30 a.m. to 1:30 
p.m. may enjoy a free lunch at the an- 
nual Student Services Festival. 

All students are welcome to attend 
the festival, which is put on by Cal State 
Long Beach’s Student Transition and 
Retention Services and Student Orien- 
tation and Registration. 

Tables and booths for more than 30 
student services, such as Disabled Stu- 
dent Services, Counseling and Psycho- 


logical Services, and Associated Stu- 
dents Inc. will be available. 

Everyone is encouraged to fill out a 
short survey about the festival, and the 


first 200 to complete it will be rewarded . 


with a free lunch, including a sandwich, 
chips, cookies and a drink. 

“The Student Services Festival 
is a follow-up to the SOAR orienta- 
tion, which focuses on the academ- 
ics,’ STARS/SOAR assistant director 
DeAnn Martz said. “This festival is 


a reminder of the.additional services 
available to students.” 

Student resources and members of 
the department will be available to an- 
swer questions and help direct students 
to the help he or she needs. 

“The Student Service Festival is 
great for students because it allows 
them to find out about services they 
may need, but didn’t know existed,” 
said Zach McAnany, sophomore busi- 
ness major. - 


The festival was formerly bi-annual, 
one in fall and spring, but was reduced 
due to budget cuts. 

Next on the STARS/SOAR agenda 
is the President’s Scholars High School 
Visit Orientation Workshop at 10:30 
a.m. on Sept. 23, as well as the CSULB 
Transfer Admission Workshop at 2 p.m. 

For more information about the stu- 
dent services on campus, visit Brotman 
Hall, Room 337, or go online to csulb. 
edu/soar. 


Kirk Douglas talks adversity at CSULB 


Spartacus star spoke 
with Betty McMicken, 
CSULB speech- 
language pathologist. 


By Bianca Lemus 
Contributing Writer 


Legendary film star and producer 
Kirk Douglas spoke at an afternoon 
seminar at Cal State Long Beach’s Dan- 
iel Recital Hall yesterday about adver- 
sity he faced as a student. 

“T had $163 in my pocket, and I want- 
ed to go to college, ” Douglas said. 

The star of “Spartacus” claimed he 
never meant to be in movies, but once 
he started college, everything changed. 

“A fraternity invited me to dinner, 
which meant they wanted me to become 


a member,” Douglas said. “When din- 
ner came, no one came. A boy told me 
later the fraternity found out I was Jew- 
ish. I never forgot that.” 

In 1996, Douglas had a stroke that 
left his speech partially impaired. 

“When I had a stroke about 15 years 
ago, I couldn’t speak” Douglas said. “I 
wrote a play where I played myself and 
it was successful — eight performances 
a week.” 

After talking about his stroke, Doug- 
las sat down and read a poem entitled 
“Acting Faces” written by Betty Mc- 
Micken, a‘;CSULB communicative dis- 
orders assistant professor and speech- 
language pathologist. 

Speech-language pathologists -often 
aid people, like Douglas, who struggle 
to speak because. of strokes or other 
speech impairing events. 

Douglas and McMicken told the 
story of Kirk’s recovery from a stroke. 

“The very first time saw you 8 years 


ago, I thought writing poems would be 
a great way to help your speech,” Mc- 
Micken said. : 

The two told the audience of about 
100 students and faculty how they have 
worked with Douglas’ speech recov- 
ery-since the stroke and also discussed 
some of their personal conversations. 

McMicken asked Douglas to share 
his opinion on movie ratings. 

“In a G-rated film, nobody gets the 
girl,” he said. “In an R-rated film, the 
hero gets the girl. In an X, everyone 
gets the girl.” 

As an actor, Douglas was featured 
in a variety of genres, from westerns to 


romantic comedies. 


Some of his most well-known moy- 
ies are “Spartacus,” which won an 
Academy Award for best cinematogra- 
phy, and “Paths of Glory.” 

He once described the characters he 
played as “real sons of bitches.” 

“Tam happy to have had the oppor- 


VicToRIA SANCHEZ 


Kirk Douglas spoke at the Daniel Recital Hall yesterday. 


tunity to listen to him and learn more 
about his personal view on his work,” 
said Helena Haman, a film major on 
exchange from Germany. “It was also 
very interesting to hear about his expe- 
rience with the blacklist in the past.” 
The Hollywood blacklist was a list of 
entertainers who were denied employ- 


* 


ment because of their political views in 
the mid-1920s. 

Douglas was the first to defy the — 
blacklist and gave credit to the screen — 
writer of “Spartacus,” who was black- 
listed. 

Douglas speaking up was essential to 
ending the blacklist. 
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In-fighting at CSULB has quickly diminished the 
quality and reputation of the Film and Electronic Arts 


Department. In the past year, the FEA has seen two law- 
suits in addition to unprofessional, petty fights between 
professors and increasingly dissatisfied students. If the 
FEA and the folks who run it can’t get their act together, 
the department faces more humiliation and will continue 


to embarrass the campus. 
The FEA once stood as a 


Our VIEW 


ments can boast prestigious 


alumni like Steven Spielberg, and for that reason alone, 
the department stood out. Even walking through the film 
building is completely different from walking anywhere 


else on campus. There are murals and film posters all 


over the walls. The energy is completely different. With 
outlandish lawsuits and petty bickering among profes- 


sors, the department is in jeopardy. 


In 2008, Prof. Brian Alan Lane wrote a piece in the 


Union titled “Cheaters Ever Prosper” that prompted 


CSULB Academic Affairs to investigate Associate Prof. 
Michael Berlin for misrepresenting his credentials. This 
year, both Lane and Department Chair Michael Pounds 


were audited and in May, the CSU Auditor’s Office 


released a report that stated an unnamed professor had 


misused scholarship money by keeping portions from 
students. 


In retaliation, both professors have filed a $6 million 


lawsuit against CSULB, naming Pres. F. King Alex- 


ander, CSULB Provost Donald Para and Interim Dean 


of the School of the Arts James Kvapil along with 50 


other unnamed individuals. The professors are seeking 


damages for slander, libel, discrimination and retalia- 
tory acts. 

And this isn’t the first time the FEA has seen mud- 
slinging.and accusations like this. In 2004, Lane filed 


source of pride among students 
and faculty. No other depart- 


a lawsuit against the university claiming he’d been dis- 
criminated against for being a heterosexual male. And in 
addition to the lawsuits, Lane also happens to be wildly 
unpopular among students. One look at his Ratemypro- 


fessors.com page tells you all you need to know. 


And while some of these accusations are a lot more 
serious than others, they all communicate the same thing. Teach- 
ing isn’t the priority of some professors in the FEA. With all the 
extracurricular activity going on, how can it be? The actions of © 
two professors don’t stand for the entire department, but they’re 
certainly drawing the most attention, and it’s making the FEA — in 


addition to the entire school — look bad. 


With every new accusation, lawsuit and settlement, the FEA’s 
reputation is becoming less about quality and prestige and more 
about scandal. |t’s a train wreck and it’s unfortunate. It’s a problem 


employed. by the university. 


that needs to be taken care of as quickly as possible. 

Finding a workable solution, however, is easier said than done. 
We’re dealing with tenured professors in these lawsuits and, despite 
the fact that they’re bringing a ton of unwanted attention to their 
department, it isn’t easy to get rid of professors with tenure. The 
audit from May mentioned that the unnamed professor was still 


You'd think that repeated lawsuits (with ridiculous accusations 
like heterosexual discrimination, no less) and a history of accusing 
other professors of illegal acts, whilst being accused of withholding 


CSULB. 


scholarship money, would be enough to send a professor on his way, 
but apparently that isn’t the case. 

Honestly, the end of this episode is predictable. The 2004 case 
was settled out of court with a $95,000 settlement. It’s likely this 
case will settle as well just to make it all go away, which is basically 
rewarding someone for making a mockery of their department and 


It’s a shame that time and resources are being put to waste 
humoring Lane and Pounds. Their antics are ruining the FEA, but 
hopefully, the department can rebound. 


Los Angeles Hollywood sign should be open for tourists to hike to 


Every big city around the world has its land- 
mark. Paris has it’s Eiffel Tower, New York has 
the Empire State Building, San Francisco has the 
Golden Gate Bridge. For Los Angeles, and Hol- 
lywood more specifically, it’s the Hollywood sign 
on Mt. Lee. 

Everyday, tourists and even Southern Cali- 
fornia residents can be found hiking up — or 
sometimes driving up — to capture close up 
pictures with the sign: For Hollywood sign-goers, 
this is a thrill. For Hollywood sign neighbors, it’s 
an annoyance. 

On one side, it makes sense how seeing a 
constant flow of tourist traffic in your front yard 
can be bothersome. A house on the Hollywood 
hills with a gorgeous view of LA deserves a quiet, 
pacifying environment to complete its perfect 
picture. ~ . 

Also, a Los Angeles Times article’ stated that- 
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some 100 cigarette butts were picked up among 
other litter by the Hollywood sign. It’s important 
that we keep the area clean, as well as avoid any 
possible fire in that area. 

On the other hand, like I stated earlier, the Hol- 
lywood sign is a huge landmark for Los Angles 
all over the world. It’s celebrity central. Tourists 
from around the world who look forward to visit-. 


. ing Los Angeles and hiking up Mt. Lee to take a 


picture with the ever-famous 
sign deserve to do exactly that, 
just as we are able to get up 
close and personal.with the 
Eiffel Tower and the Empire 
State Building. 

Moreover, residents of California, and espe- 
cially Southern California, should be able to visit 
the Hollywood sign to further appreciate the 
landmark that we are most identified with. 
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Every year, and endless thread of new movies 
are premiered in theaters worldwide. Movies like 
“The Dark Knight” that people absolutely rave 
about. These same movies are translated either 
verbally or through closed captions and presented 
in countries all over the world. The Grammy’s, 
the Oscar’s and other award ceremonies are held 
in Hollywood. The famous red carpet is always 
thought about in association with Hollywood. The 
point is that because of popular 
culture, Hollywood is very 
largely famous. 

Although it’s understandable 
that the clogging of tourism 
around the Hollywood sign can be a buzz-kill 
for those that are so lucky to live right by it. 

They want to be able to feel grateful about living 
exactly where they do without a constant flow of 


‘people in'their front yards. 
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However, I do believe it’s more important 
that we make the billion other people around the 
world happy that they too have the opportunity to 
get as close to Hollywood as possible. ; 
It is important that while tourists are able to 
hike up to the sign, the area is kept litter-free 
as well. Maybe establishing a few more rules 
and regulations for visiting the sign should be 
considered. 
Just because we are seeing more and more 


people visit the sign doesn’t mean we have to 


close it off. It only means a bit more enforcement 
is needed in order to establish an organized flow 
of people visiting. ; 

We should be flattered that our Hollywood 
sign has become such an increasingly popular 
monument. 

Sonia Guillen is a senior journalism major and 
opinions editor for the Daily 49er. 
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Netflix will have split outcome 


A few months ago, Netflix dropped a bomb on its 
loyal customers informing them that they have to 
pay separately for both the DVD-by-mail and online 
streaming services. The payment separation drove 
the price up by 60 percent — a very unpopular 
move. : 

The price increase was unfavorable due to its 
abruptness, and Netflix Co-Founder and CEO Reed 
Hastings regretted how the situation was handled. 

Hastings wrote in a blog post Sunday night, “In 
hindsight, I slid into arrogance based upon past 
success. We have done very well for a long time by 
steadily improving our service, without doing much 
CEO communication... I should have personally 
given a full justification to our members of why we 
are separating DVD and streaming, and charging for 
both. It wouldn’t have changed the price increase, 
but it would have been the right 
thing to do.” 

While Hasting’s apology was 
unexpected, it wasn’t the most 
shocking news in his post. Hasting 
broke the news that Netflix is splitting into two 
independent businesses, one to manage just online 
streaming and the other to manage just DVD-by- 
mail. The online streaming service will maintain the 
Netflix name and logo, however the DVD-by-mail 
service will rebrand itself as Qwikster. Hasting said 
the name was chosen because it refers to its “quick 
delivery.” 

The bold split of the company sounds risky. Netf- 
lix has built its business off DVD-by-mail for years, 
and the service offers more movie and television 
titles compared to the online streaming. But by split- 
ting the company into two teams, each service will 
get more time and focus. The split is already yield- 
ing positive results, as a highly anticipated addition 
to the Qwikster library will be video games. On the 
Netflix side, hopefully more focus by their team will 
help bring in more titles to online streaming. 

One problem with the separation is that there is 


no integratiori between websites. Users will have 

to log on to the respected websites, Qwikster or 
Netflix, to subscribe for the services. Ratings and 
reviews will not be shared between the websites and 
there will be two separate credit card charges on 
accounts, however no price changes yet. It will be 
up to the user to find out which titles are available 
for online streaming or DVD-by-mail only, causing 
slight frustration when having to switch between the 
different domains. 

In the short term, the changes Netflix has made 
this past year have hurt the company. Frustrated 
customers have boycotted the site for the price 
increases and the splitting of the company may 
discourage some from wanting to jump to Qwikster. 
In the long term, however, these changes may have 
saved the company from future failures. 

The DVD-by-mail feature was 
revolutionary for it’s time and is 


CHASE DOERR still going strong. However, many 


realize online streaming is the 
future. It’s inevitable for DVDs 

to eventually become as unnecessary as VHS, 
especially when every movie and television show is 
available instantly. Netflix is making a preemptive 
strike as to not follow in the steps of AOL, whose 
dialup service was trumped by DSL. Or even Bor- 
ders bookstores for example, which,no longer exist 
because of the Apple’s iPad and Amazon’s Kindle. 

By focusing on online streaming, Netflix has 
ensured they'll be around for the long haul. Qwik- 
ster on the other hand is doomed from the start, if 
the lame name isn’t a killer then the progression of 
technology will be. 

Even though Netflix has shaken things up 
lately, the moves they’ve made have been:carefully 
calculated. In the past couple of months, Neflix has 
ensured both its financial stability and longevity. 
How Qwikster will fair is another story. 

Chasen Doerr is a senior journalism major and 
contributing writer for the Daily 49er. 
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== Letier to the Editor ——— 


Dear Editor, ; 

I am a student at CSULB, and on Thursday the 15, 2011, you published an ar- 
ticle titled “Turn up the heat: In time, the US could be a melting pot.” In this ar- 
ticle you provide the idea that there is a unanimous view that the US is a nation 
full of multicultural inhabitants who cannot communicate because of language 
barriers. Another topic brought up in your article is that in trying to hold on to 
one culture while at the same time trying to assimilate to a new one, individu- 
als will never be American. This article also touches on the beauty of diversity 
present in this nation, and suggests that becoming bilingual would be a benefit 
to society. Finally, the article touches on how this nation is a melting pot that is 
divided into the different ethnic identities that will never completely assimilate 
because of individuals constantly migrating to the US. In the article you stated 
that this population has the special need of translation and that this need arises 
because we are all classified into separate races that do not yet know how to live 
amongst each other. This is not only offensive, but also completely wrong. 

In my opinion, the US is more of a salad bowl and less of a melting pot. The 
reason why we see so much diversity in the US and are able to “greet people 
with backgrounds from all over the world” is because individuals from different 
ethnicities have been able to hold on to their cultures and add their own unique 
“sauces/dressings” to the US. Instead of letting go of their ethnic background 
and cultures in order to learn a new culture and. assimilate into the American 
“race.” Being bilingual would actually increase mental stimuli to younger 
children and actually helps with information retention. Studies conducted on 
information retention show that children who learn more than one language, 
perform better on retaining information than those who only learned one. The 
US is lucky to have people that are so unique and so different from one another 


’ living in one nation. So having individuals migrate to the US should not be seen 


as creating clumps in a melting pot based on their ethnicity, but instead adding 
to the diversity of the salad bowl. Also, this article suggests that the different 
ethnicities are all different races, which is completely incorrect. There is only 
one race, the human race. 

The cartoon included in the article is also offensive to the minorities that are 
presented. The Caucasian piece of the pie-has individuals dressed in profes- 
sional attire. The Latino group depicted is drawn similar to the Mexican Candy, 
“Pelon, Pelo Rico.” While the African American section is dressed in attire 
similar to blue jailhouse uniforms. Not only are other ethnic groups not depicted 
but also it appears that only Caucasians are capable of being the professional 
individuals in society. 


-Robert Gama 
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‘Unravel Your Mind’ with art, music for charity 


The event will raise 
money for the Los 
Alamitos High School 
art program. 


By CARLOS ALFARO 


Assistant Diversions Editor 


Student entrepreneurs from Cal State 
Long Beach are set to host the first an- 
nual live art, music and art auction 
event, dubbed “Unravel Your Mind,” 
offering an insight to the world of un- 
derground art and electronic music. 

The event is expected to be an eve- 
ning of. éclectic ‘éntertainment . with 
roughly 10 DJs spinning styles of elec- 
tro-funk, hard electro and dub-step. DJ 
Stax, Gummy and Darwin will perform 
DJ sets. 

There will be live band perfor- 
mances from The Truck Dancers, The 
BMMB, and the Dead Acrobats. There 
will also be art performances from 
CSULB art students and professionals 
like Colorado-based artist Brian Henry. 
Food from the Gaslamp and an 18-inch 


sub-woofer sound system could pos- - 
-sibly over-stimulate the senses. Getto 


Math and Arkind will also showcase 
visual performances. 

In his senior year, 25-year-old Yahn 
Katz, a finance and psychology major 


‘ at CSULB has organized the event and 


is hoping to raise money to benefit the 
Los Alamitos High School art program. 
Katz, along with Andrew Ducker and 
Josh Berg, was inspired to host this 


event primarily to promote art in. Long. + 


Beach and give back to their high 
school. 

They hope to build a company 
which will provide underground art 
enthusiasts with information that could 
once only be acquired through close 
networking and host events as big as 
Coachella and Burning Man. 

“We believe that Long Beach has a 
lot of potential,” Katz said. “So what we 
are doing is providing a visually stimu- 
lating, musically vibrant and healing 
opportunity for people to plug into.” 


Katz feels an underground art show 
and exhibit is exactly what Long Beach 
needs, He said Long Beach has the po- 
tential to make a name for itself in the 
underground art world because it is lo- 


cated between mega-metropolitan areas 
like Los Angeles and Orange County. 
“Unravel Your Mind” will begin at 7 
p.m. and last until 2 a.m. at the Gaslamp 
on 6251 E. Pacific Coast Highway. En- 


LB store offers vintage finds at affordable prices 


Ay Que sells vintage 
pieces for under $30. 


By Sara EHLERS 
Contributing Writer 


Vibrant colors, Mexican folk-heart 
style and amazing vintage finds — all 
under $30. Too good to be true? Maybe 
not. ; 

Located on the commercial avenue 
corner of Broadway and Linden, Ay 
Que! Vintage is becoming a must-stop- 
by store for vintage junkies. 

Style-savvy owners and sisters Li- 
zette Suarez, 21, and Mayra Suarez, 30, 
work hard to keep their store up-to-date 
with all the new fashion trends. 

“We like to hand-pick everything 
ourselves to make sure it’s what we’re 
looking for,” Lizette Suarez said. “We 
try to see what’s in fashion to com- 
pare and make it into a modern vintage 
look.” 

This may sound like an easy task, 
but it is not one at all. The Suarez sis- 
ters find their products by scavenging 
warehouses that disttibute vintage 
clothes, as well as online findings, 
lots and anywhere else they can find 


something they think will be fashion- 
able. 

Starting with only 30 fans on their 
Facebook fan page a year ago, Ay Que! 
Vintage now has more than 450 fans. 
With this page, “liking” it enables fans 
to see any events and sales they have, 
as well as any new or featured prod- 
ucts coming in. Facebook has helped 
the small business to gain some more 
customers. 

Lizette Suarez said, “People see 
other people joining and then they 


, maybe check out the page--then they 


like it so that’s sort of been helping.” 
She said sometimes she’ll post a pic- 
ture of a new item they’re selling and 
people will comment “I want it!” or 
“Save it for me!” so it’s clear to see the 
internet definitely has a toll on their 
business. 

“We have a mix of new customers 
[who come] randomly, but we have our 
return customers from the old store that 
we’ve had for about a year,” Lizette Su- 
arez said. “They don’t come very often, 
but they do return.” 

Ay Que Vintage is also popular 
among Cal State Long Beach students. 

Nicole Beck, a senior communica- 
tions major at CSULB, said, “I like 
that they tailor the clothing they find. 
They’ll find something with cool print 
or a cool style and then tailor it to the 
style now. And they still sell them for as 
cheap as they bought them for.” 


As_ store owners, Lizette Suarez 
deals more with the day to day of the 
actual boutique, while Mayra Suarez 
deals with financial business. 

“ve always liked vintage as a kid. I 


"mean I’m still [pretty] young,” Lizette 


Suarez said. “But I’ve basically liked it 
my whole life.” 

Lizette also said that she’s always 
wanted ‘te do some fashion design, so 
that is why some of the items they sell 
are reconstructed and re-made for a 
vintage edge. 

Now as for style, the sisters describe 
their store as “very colorful and unique 
with a Mexican folk-heart style.” 

Lizette Suarez said that they are try- 
ing to focus on ’80s and ’90s pieces 
right now since they know that’s what 
their customers are looking for at the 
moment. 

“We try to find not necessarily 
trendy stuff but stuff that you’d see ev- 
eryday that you’re sort of looking for,” 
Lizette Suarez said. 

The owners use fashion blogs, de- 
signers and different sources just 
to see what is popular in the fashion 
world. Sometimes they even see the 
style of the customers that come in as 
inspiration for what they may look for 
next. 

Ay Que, Vintage is located at 501 E. 
Broadway. For more information, visit 
their Facebook at Facebook.com/pages/ 
Aye-Que-Vintage. 


UNRAVELYOURMIND.COM 
The “Unravel Your Mind” event will have performing DJs, as well as art for sale at the Gaslamp. 


trance is free and proceeds from. art 
sales will be given to charity. 

For more information about “Un- 
ravel Your Mind,” visit the company’s 
website at unravelyourmond.com. 
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ampus 
alendar 


Sept. 21 


Cabaret series 
The Carpenter Performing 


Arts Center presents its Caba- 
ret Series with Broadway per- 
former David Gaines at 7 p.m. 


Ticket prices range from $45 


to $55 and can be purchased by 


calling at 985-7000 or at the 
box office. 


Foundation group show 


The art department presents 


the foundation group show: 
from noon to 5 p.m. in the 


student art galleries, located 


between buildings FA2 and 
FA3. Admission is free. 


Bike class 


Rideshare @ The Beach will 
hold a Traffic Skills 101 class 
at the Pyramid Annex Train- 


ing room from 6 - 8 p.m. 


Noon Concert 
Jah Mex and the Transla- 
tors will perform as part of 


the weekly noontime concert 
from noon to 1 p.m. at the USU 


South Plaza. 


Taste of Downtown 


Two dozen Downtown restau- 
rants will sell samples of food _ 
from 6 - 9 p.m. on Pine Avenue 


and Broadway. Food tickets 
start at $1. ° 


Poetry reading 
Poet and Long Beach native 
David Hernandez will be at 


Gatsby Books (5535 E. Spring 
St.) to read from his new book 
as well as his earlier works from 


 7-9p.m. 


Fish Tale happy hour 
Fish Tale (5506 Britton Dr.) 
will have 50% off its oyster 
bar and ‘appetizer menu from 
3:30.- 6 p.m. 


; _ Sara Enters | Daity 49eR 
Ay Que sells vintage finds, like this skirt and structured bodice piece. 
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“Niners to meet two Big West contenders 


Women’s volleyball 

to face UCSB in 
conference opener 
Friday at: the Pyramid. 


By Davin UGLAND 
Staff Writer 


Ready or not, here comes the start of 
Big West Conference play for the No. 
21-ranked Long Beach State women's 
volleyball team. 

The hobbled ‘Niners (6-4) will open 
up conference action against UC Santa 
Barbara (7-5) on Friday, and Cal Poly 
San Luis Obispo (5-8) on Saturday. 
Both matches are scheduled for a7 p.m. 
start at the Walter Pyramid. 

The 49ers loaded up their non-con- 


ference schedule with quality oppo- ‘ 


nents in order to prepare for what ap- 
pears to be a top-heavy conference. The 
“Niners, who have been battling injury 
problems all season, were hoping to 
be healthy once Big West play began. 
However, certain things only happen in 
a perfect world, and The Beach are.once 
again walking wounded into.a match. - 

Star outside hitter Caitlin Ledoux is 
still sidelined with a shin injury. Mean- 
while, junior outside hitter Janisa John- 
son and freshman middle blocker Alma 
Serna have been unable to practice due 
to undisclosed injuries. 


Sophomore middle blocker Haleigh 


Hampton, who leads the team in hitting 
percentage (.324), is expected to con- 
tinue playing through her foot injuries. 
Hampton recorded an impressive 13 


kills, 12 blocks, five digs and three aces . 


in LBSU's recent sweep over Idaho. 
Despite the injuries, head coach Bri- 
an Gimmillaro said that his team has 
been dealing with this kind of adversity 
all season long. 
"We don't have our team; we just 
don't have them in practice, so we are 


focusing on the parts that we do have," 


Gimmillaro said. 


Big West Conference 
Women’s Volleyball Standings 
(as of Sep. 20} 


Team Overall Record 
(@SS UC Davis 
a 


UGE Irvine. 


"gc CSU: Northridge: 
. F sre ancsiata 
aon Gal Poly 


Teams use non-conference games to 
hone their skills, and build camarade- 
rie within their squad to be at the top 
of their game for conference play. The 
‘Niners haven't had that luxury, and 
coach Gimmillaro isn't putting any ex- 
tra pressure on his team for the start of 
Big West play. 

"Right now were just concentrating 
on getting better," Gimmillaro said. 
"We're really not putting emphasis on 
the start of conference, just getting our- 
selves better and the players that are in 
the lineup better." 

Tabbed to finish third in the pre- 
season coaches’ poll, UCSB has played 
some tough teams this season, includ- 
ing one against No. 3 Illinois. 

The 49ers split a pair of meetings 
with the Gauchos last season. 

"Santa Barbara has_ traditionally 
been very good," Gimmillaro said. 
"They're the same this year as they 
have been in the past. They have the 
same style, the same ability, and they 
traditionally play very hard against us." 

As for the Mustangs, they have been 
reeling ever since replacing head coach 
Jon Stevenson in September. They too 
have lost a few matches against some 
daunting opponents, one against then- 
No. 4 Illinois, and one to then-No. 16 
Oregon. 

Gimmillaro said that SLO is a tal- 
ented bunch, and could have very well 
been picked to finish first in the Big 
West in the pre-season rankings. 

After all, the Mustangs were the 
only team in the conference to sweep 
the season series against the ‘Niners 
last season. 
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Courtesy OF LONG BEACH STATE ATHLETICS 


Sophomore middle blocker Haleigh Hampton, right, leads the 
LBSU women’s volleyball team in hitting percentage (.324). 
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